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GAS ANALYSIS

PART I

I



may be made, with certainty throughout as to the
efficiency of the absorbent.

If the work has not been carelessly done, the gas
burette stands ready for the next analysis. If, on the
other hand, reagents have been allowed to enter the
burette, it must be cleaned, its simple construction
rendering this quite easy.

Some gases are completely absorbed by leading
them over into the pipette, while others must remain
in the pipette for a certain length of time. By
using a small sand-glass, the operator is enabled to
give his whole attention to the analysis proper,
without fear of allowing too little or too much time
to elapse.
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